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MANCHESTER  EAR  HOSPITAL 


90th  ANNUAL  REPORT. 

The  Committee  of  this  Hospital  present  the  90th  Annual 
Report  and  record  that  during  the  year  1945.  744  patients  were 

admitted  to  the  Wards,  a  decrease  of  105  against  1944.  This 

decrease  is  partly  due  to  the  fact  that  the  Wards  were  closed  for 

a  short  period  owing  to  decorating  of  the  Operating  Theatre  and 

partly  due  to  staffing  difficulties. 

OUT-PATIENT  DEPARTMENT. 

The  number  of  new  Out-patients  has  been  6,816  an  increase  ol 
72  on  the  year  1944.  The  total  attendances  of  these  and  former 
patients  have  been  18,218. 

IN-PATIENT  DEPARTMENT. 

The  number  of  In-patients  has  been  744  against  849  in  1944 
Further  statistics  are  contained  in  the  report  and  show  an  increase 
in  the  cost  per  In-patient.  This  is  largely  due  to  expenses 
occasioned  by  the  carrying  out  of  work  that  has  had  to  be  left 
undone  during  the  War  and  to  a  considerable  increase  in  the  domes¬ 
tic  and  nursing  salaries. 

AREA  OF  SERVICE. 

Patients  from  156  outside  areas  have  been  treated  including 
London,  North  and  South  Wales  and  Derbyshire. 

A  number  of  E.M.S.  cases  have  also  received  treatment  and  an 
increasing  number  of  cases  from  the  Ministry  of  Pensions  have  been 
under  the  care  of  the  Hospital. 

GENERAL. 

During  the  year  Dr.  Grace  Dover  acted  as  Resident  I  louse 
Surgeon  for  several  months.  The  Committee  recall  with  gratitude 
her  devoted  and  efficient  service  and  regret  to  record  her  death. 


The  Committee  are  glad  to  record  the  return  from  the  Services 
of  Mr.  Neville  Young,  Honorary  Surgeon,  and  Dr.  J.  C.  Nicholson, 
Anaesthetist,  and  to  convey  their  gratitude  to  all  the  Honorary 
Medical  and  Surgical  Staff  for  their  devoted  services  during  the 
past  year,  and  they  also  thank  the  Registrar,  the  Anaesthetists, 
Pathologist  and  Dispenser  in  co-operation  with  the  Honorary  Sur¬ 
geons  and  the  Matron  and  Nursing  Staff  for  their  willing  and 
efficient  services. 

The  best  thanks  of  the  Committee  are  given  to  the  Honorary 
Auditors  for  their  help. 


FINANCE. 

During  the  past  year  the  income  of  the  Hospital  has  again 
increased,  but  owing  to  the  increased  expenditure  there  is  a  deficit 
on  the  year.  Much  additional  expenditure  will  be  required  during 
1946  and  the  Committee  ask  for  the  continued  support  and  assist¬ 
ance  of  their  old  friends  in  order  that  the  work  of  the  Hospital 
may  be  maintained  and  improved. 

It  is  90  years  since  the  Hospital  was  first  opened  by  men  and 
women  who  saw  the  need  for  special  treatment  of  those  suffering 
from  diseases  of  the  Ear,  Nose  and  Throat.  The  number  of  patients 
has  increased  every  year.  The  Committee  are  anxious  that  the  work 
should  be  carried  on  with  increasing  efficiency  and  will  gladly 
welcome  new  subscribers. 

Grateful  thanks  are  given  for  the  following  special  contribu¬ 
tions  :  — 

Manchester  and  Salford  Hospital  Saturday  and 


Convalescent  Homes  Fund  .  £644  6  0 

Manchester  Corporation  .  160  0  0 

Medical  Charities  Fund  .  39  19  3 

Alexandra  Rose  Day  .  17  12  0 

Flag  Days  (October  1945)  .  2  6  6 

Booth  Charities  .  100  0  0 

Bernhard  Baron  Charitable  Trust  .  50  0  0 

Clarke’s  and  Marshall’s  Charities  .  17  10  0 

Lord  Mayor’s  War  Emergency  Fund  .  60  0  0 

Dickanson’s  Charity  .  17  0  0 


MANCHESTER 


INCOME  AND  EXPENDITURE  ACCOUNT 
INCOME. 


A.  ORDINARY. 

1.  Aiuiual  Subscriptions  . 

2.  Donations  . 

The  late  R.  S.  Milford  . 

Manchester  Corporation  . 

Booth  Charities  . 

Bernhard  Baron  Charitable  Trust  . 

Dickanson’s  Charity  . 

Lord  Mayor  of  Manchester  (Clarke’s  and  Marshall's 

Charities)  . 

Lord  Mayor’s  War  Emergency  Fund  . 

Voluntary  Service  Committee  for  Manchester  Ear  Hospital 

Manchester  and  Salford  Hospital  Saturday  and  Convales¬ 
cent  Homes  Fund  . 

Manchester  and  Salford  Medical  Charities  Fund  . 

>>  ,,  ,,  ,,  Alexandra  Rose  Day 

>>  >,  ,,  ,,  Flag  Days  Oct. 


39  19  3 

17  12  0 

2  6  6 


3.  Workpeople’s  Collections  (apart  from  Hospital  Saturday  Fund) 


4.  Patients'  Payments. 

Out-Patients — 

Contributory  Schemes  .  1222  4  6 

Voluntary  Payments  . 3U8  19  10 

Ministry  of  Health  .  50  8  1 

Ministry  of  Pensions  .  6  10  0 


In-  Patients — 

Contributory  Schemes  .  1847  9  3 

Voluntary  Payments  .  326  5  0 

Ministry  of  Health  .  128  0  6 

Ministry  of  Pensions  .  26  0  0 


Boxes  and  Collecting  Cards  . 

Dispensary  Receipts  . 

5.  Invested  Property. 

Dividends  . 

6.  Other  Receipts. 

British  Hospitals  Association  (Nursing  Salary  Grant) 

Spirit  Duty  Grant  . 

Bank  Interest  . 


£  «.  d. 

587  3  9 

524  5  5 

100  0  0 
160  0  0 
100  0  0 
50  0  0 

17  0  0 

17  10  0 

60  0  0 
9  16  0 

644  0  O 


59  17  9 

198  2  7 


1588  2  5 


2327  14  9 

62  19  2 

78  10  0 

348  2  5 

266  0  0 
0  110 
1  11  9 


—Total  Ordinary  Income 


Carried  forward  ... 


£7201  7  0 


EAR  HOSPITAL 


FOR  TWELVE  MONTHS  ENDED  31st  DECEMBER,  1945. 

EXPENDITURE. 


A.  MAINTENANCE. 

1 .  Provisions. 

1.  Meat  . 

2.  Fish,  Poultry,  etc.  . 

3.  Butter,  Cheese,  etc.  . 

4.  Eggs  and  Milk  . 

5.  Bread,  Flour,  etc. 

6.  Grocery  . 

7.  Vegetables  and  Fruit 


£ 

■. 

d. 

189 

4 

11 

55 

3 

8 

60 

8 

4 

216 

11 

6 

68 

0 

5 

201 

1 

0 

126 

13 

9 

£  i.  d. 


917  3  7 


2.  Surgery  and  Dispensary. 


1. 

Drugs,  Chemicals,  Disinfectants,  etc. 

.  433 

16 

10 

2. 

Dressings,  Bandages,  etc . 

.  194 

17 

0 

3. 

Instruments  and  Appliances 

.  170 

0 

9 

798  14  7 


3.  Domestic. 


1.  Renewal  and  Repair  of  Furniture  .  28  10  5 

2.  Renewal  and  Repair  of  Bedding  and  Linen  .  154  4  9 

3.  Renewal  and  Repair  of  Hardware,  Crockery, 

Brushes,  etc .  55  n  8 

4.  Washing  done  off  Hospital  Premises  .  256  19  11 

5.  Cleaning  and  Chandlery  .  54  8  10 

6.  Water  .  19  1  2 

7  Fuel  and  Lighting: 

(a)  Coal  and  Coke  .  198  0  7 

(b)  Gas  .  112  9  8 

(c)  Electric  Current  .  163  13  9 

8.  Uniforms  (Nurses’,  Porters',  etc.)  .  9  12  0 


4.  Establishment. 


1.  Insurance  .  58  17  0 

2.  Annual  Cleaning  .  273  8  0 

3.  Renewals  and  Repairs  .  131  2  11 

4.  Depreciation  .  22  8  4 


1013  12  9 


485  16  3 


798  5  6 

126  0  0 
1762  16  11 
1050  1  10 

3737  4  * 


6.  Miscellaneous. 


1.  Printing  and  Stationery  .  84  19  3 

2.  Postages  and  Telephone  . . m  0  0 

3.  Advertisements  . ’  26  11  3 


222  10  6 


5.  Salaries,  Wages,  etc. 

1.  Medical  . 

2.  Dispensary  . 

3.  Nursing  . 

4.  Porter  and  Domestic  Servants 


Carried  forward  ... 


£7175  1  11 


INCOME  AND  EXPENDITURE  ACCOUNT 


Brought  forward  ... 


£  <*• 
7201  7  0 


Balance  being  Excess  of  Expenditure  over  Income  for  the  period... 


579  6  0 

£7780  15  0 


LIABILITIES.  BALANCE  SHEET 

L  »•  d- 

Sundry  Creditors  .  602  7  3 

Bank  Overdraft  .  474  13  2 

Capital  Account  as  per  last  Report  . £18735  8  1 


Add — Exors  of  Esther  Perkins  Legacy  Grant 


per  Medical  Charities  .  £30  7  1 1 

Harriet  Munday  Estate  Trust  .  72  10  0 

Sir  Christopher  Needham  Legacy  ...  500  0  0 

Mary  Ellen  Lang  Legacy  .  1000  0  0 

Louis  Linz  Legacy  .  10  0  0 


1612  17  11 


20348  6  0 

Less — Deficit  as  per  Income  and  Expenditure  Accouit  ...  579  6  0 

-  19769  0  0 


£20846  0  5 


Examined  and  found  correct, 


— Continued. 


£  *•  d. 

Brought  forward  ... 

B.  ADMINISTRATION. 

Management. 

1.  Salaries,  etc .  425  18  9 

Total  Cost  of  Administration  .  — - - - 

Total  Cost  of  Maintenance  and  Administration  . 

C.  KENT,  KATES  AND  TAXES. 


Kent,  etc. — Nurses’  Hostel  .  105  3  0 

Kates  .  68  6  0 

Total  Rent  and  Rates  .  . 


EXTRAORDINARY  EXPENDITURE. 

1.  Interest  . 


£  *•  d- 
7175  1  11 


425  18  9 

7601  0  8 


173  9  0 

6  3  4 


Total  Expenditure 


7780  13  0 


31st  DECEMBER,  1945.  ASSETS. 


£  s-  d.  £  s.  d. 

Stock  of  Drugs,  Stores,  etc .  127  10  6 

Hospital  Buildings,  etc .  7942  14  0 

Furniture,  Instruments,  etc .  443  8  10 

Less  Depreciation  .  22  8  4 

-  421  0  6 

£1, 121  7s.  5d.  of  2j%  Consols,  cost  .  1125  0  0 

£630  Manchester  Corporation  4%  Stock,  cost  .  991  0  0 

£800  New  Zealand  3^°/0  Stock,  cost  .  866  1  8 

£411  L.M.S.  Railway  4%  Deb.  Stock,  cost  .  499  19  6 

£■687  L.M.S.  Railway  4%  Pref.  Stock,  cost  .  508  7  0 

£800  Southern  Railway  5%  Deb.  Stock,  cost  .  804  16  0 

£1,000  Southern  Railway  5%  New  Guar.  Pref.  Stock,  cost  969  18  6 

£505  0s.  9d.  3s %  War  Loan,  cost  .  426  4  2 

£500  0s.  Od.  3 h %  Conversion  Loan,  cost  .  502  12  0 

£1,000  3£%  War  Loan,  cost  .  1050  19  11 

£3,500  3%  Savings  Bonds,  cost  .  3500  0  0 

-  11244  18  9 

Pinder  Memorial  Fund: 

£525  0s.  Od.  3£%  War  Loan,  cost  .  495  19  2 

£398  5s.  Od.  3k%  Conversion  Stock,  cost  .  283  11  0 

-  779  10  2 

Subscriptions  and  Donations,  etc.,  outstanding  (since  paid)  .  '08  7  6 

Income  Tax  reclaimable  . .  71  19  0 

Cash  in  Secretary’s  hands  .  50  0  0 

Cash  in  Matron’s  hands  .  100  0  0 


£20846  0  5 


BOWMAN  &  HENSHAW,  Chartered  Accountants, 

10th  April,  1946.  40,  Brazennose  Street,  Manchester.  2. 


REPORT  OF  THE  MEDICAL  BOARD  FOR  1945. 


The  work  of  the  Hospital  during  the  past  vear  has  again  been 
well  maintained. 

The  number  of  new  out-patients  shows  an  increase  over  those 
of  last  year.  The  number  of  in-patients  and  the  number  of  opera¬ 
tions  performed  shows  a  decrease.  This  is  attributable  to  difficulties 
associated  w'ith  the  lack  of  resident  staff  at  some  period  and  to 
closure  of  the  operating  theatre  for  some  weeks  for  decorations. 

Mr.  Neville  Young  has  resumed  his  duties  as  surgeon,  also  Dr. 
Nicholson  as  anaesthetist  following  their  release  from  military  ser¬ 
vice  and  the  Board  welcome  their  return. 

The  Hospital  has  again  been  fortunate  in  retaining  the  services 
of  Dr.  Moses  as  Registrar,  but  the  post  of  House  Surgeon  has  not 
been  continuously  filled. 

The  Medical  Board  wishes  to  record  its  appreciation  of  the 
help  given  by  the  Committee  of  Management  during  the  past  year. 


The  Annual  Report  of  the  Manchester  Ear  Hospital 
has  been  reduced  in  size  in  the  interest  of  economy. 
Lists  showing  Subscribers  and  Donors,  Legacies  and 
Rules  and  the  Agenda  of  Annual  Meeting  can  be 
seen  on  application  to  the  Secretary. 


STATISTICS. 

The  daily  average  number  ol  beds  occupied,  the  average  length 
of  stay  in  days  for  each  In-patient  and  the  cost  per  occupied  bed 


lor  1945  are  as  follow:  — 

1.  lied  Complement  (20  beds  x  10  cots)  .  30 

2.  Average  number  of  beds  in  daily  occupation  .  17 

3.  Number  of  In-patients  in  Hospital  at  beginning  of  1945  .  14 

4.  Number  of  In-patients  admitted  during  the  year .  730 

5  Number  in  Hospital  at  end  of  year  .  6 

6  Average  number  of  days  each  patient  was  resident  .  8 

7.  Average  cost  per  week  of  each  In-patient  .  .  £7  2  3 

8.  Average  total  cost  of  each  In-patient  .  £8  0  4 

9.  Average  cost  per  Out-patient  attendance  .  £0  2  0 

10.  Average  cost  per  Out-patient  .  £0  5  4 
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